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Mr. T. Nelson, System Engr. 
Interlocking Systems Co, 

Box 1546 

Poughkeepsie, New York 12603 

C 



£M 



SERVO CLAMPS 


Q] Rush complete information! 

Q Add me to your Technical Literature mailing list. 
□ Have a qualified Sales Engineer telephone me. 
Q] Arrange for a demonstration. 

My application is Q Current 

Q Future 

/ 

□ For File 

Anything else we can do for you? 


FREE CLAMP CATALOG 


Name Title 

Department or Mail Station 

Company 

Address 

City State 

Telephone Extension 

Associates who may be interested in Theta's Clamps: 



Mr. T. Kelson, System Engr. 
Interlocking Systems Co. 

Box 1546 

Poughkeepsie, New York 12603 
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MOUNTING 

PLATE 


SCREW 


THETA CLAMP 
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SERVO 

COMPONENT 




FROM STOCK 

OWEST PRICES 
IN THE INDUSTRY 


Servo clamps are used to fasten the 
housings of servo motors, synchros, po- 
tentiometers. and rnany other .compo- 
nents to mounting plates. Any device 
with a clamping groove or flange may 
»e securely mounted with Theta's 


STANDARD SERVO CLAMPS 
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Aluminum Clamps 


Stainless Steel Clamps 

" ■ ' • ' 



Inexpensive 

Machined from solid alu 
Iridite finish 




today jp/t compete buMetinl 


Maximum strength under shock 

Locks and unlocks without 
removal of screw 
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